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SU': EXIMBANK FINANCING FOR WIDE-BODIED AIRCRAFT 

REF: KABUL 0982 

1. EMBASSY CAN BE ASSURED THAT EXIMBANK WILL TAKE INTO ACCOUNT 
ALL POINTS MENTIONED BY EMBASSY IN ANY APPLICATION BY ARIANA FOR 
A WIDE-BODIED AIRCRAFT. 

2. SINCE BOTH COUNTRY CONDITIONS AND AIRLINE PERFORMANCE WOULD 
BE SIGNIFICANT FACTORS IN EVALUATING ANY APPLICATION, 

APPRECIATE HAVING RECEIVED EMBASSY'S RECENT ECONOMIC ASSESSMENT. 

3. ARIANA MUST, OF COURSE, BE FULLY ABLE TO DEMONSTRATE NEED FOR 
ADDITIONAL AIRCRAFT WITH DATA ON PAST AND FUTURE OPERATIONS 
WHICH COULD IUSTIFY THIS LARGE ADDITION TO THE FLEET. MAXIMUM 
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USE OF PETROCOLLAR FINANCING SHOULD ALSO BE EXPLORED. 
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